FISH & NEAVE 

875 THIRD AVENUE, NEWYORK, N.Y. 10022-6 250 
COPY 



August 20, 1990 


AIR MAIL 

Mr. John Bass 
Reddle 6 Grose 
16 Theobalds Road 
Lond? ' WC1X 8PL 
ENGL D 

Re: Australian Patent Application No. 38816/89 
Your Pile: 30591 
Our File: PM-1332 Australia 


Dear ohn: 

I have reviewed the pending claims in this 
appli ation in connection with your August 9, 1990 letter 
regar ing revision of the claims. 

I clo not see any problems with the present claims 
insof. r as the third paragraph of your letter is concerned. 
I alst recall that the Russian and Bulgarian examiners had 
conce; ns other than, at least in part, those referred to in 
your -bird paragraph. 

I therefore suggest that you ask Callinans to 
review the claims and examine them to determine for 
themselves whether or not there is a problem. At the same 
time, I suggest that you also provide them with the Russian 
and Bulgarian revised claims as models on which to base 
cases of revised claims for Australia, and then ask them to 
let you know whether or not revised claims are required and 
to propose to you their own set of revised claims. 

Very truly yours. 


JHI:dp Jeffrey H. Ingerraan 

cc: Ms. Beverly A. Monroe 


Source: https://www.industrydocuments.ucsf.edu/docs/xrlj0000 
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